To:  Bielenberg,  Ben[Bielenberg. Ben@epa.gov];  Wood,  David[Wood. David@epa.gov];  Alien, 

HarryL[Allen. HarryL@epa.gov];  Wise,  Robert[Wise. Robert@epa.gov];  Calanog, 

Steve[Calanog. Steve@epa.gov];  Portillos,  Christine[Portillos. Christine@epa.gov];  Brown, 

CynthiafBrown. Cynthia@epa.gov];  Ferguson,  Ralph[Ferguson. Ralph@epa.gov] 

Cc:  Meltzer,  Kathy[Meltzer.Kathy@EPA.GOV];  Guria,  Peter[Guria. Peter@epa.gov];  Huang,  Miao- 

ling[Huang. Miao-Ling@epa.gov];  Alert,  Tana[Aiert.Tana@epa.gov];  Lawrence, 

Kathryn  [Lawrence. Kathryn@epa.gov];  Burke,  NadiaHollan[Burke.  NadiaHollan@epa.gov] 

From:  Lee,  Barbara 

Sent:  Fri  8/14/2015  2:59:02  AM 

Subject:  New  FSC  for  Gold  King  R9 


Hi  All, 


Kathy  Meltzer  will  be  taking  over  as  FSC  starting  tomorrow,  Friday  8/14  for  the  Gold  King 
Mine  R9  Response  so  that  I can  focus  on  the  FEMA  responses  and  R9  Area  Command.  Please 
direct  all  pertinent  financial  information  and  questions  to  Kathy.  Elaine  (Miao-ling)  Huang  will 
be  working  as  the  Cost  Unit  Leader. 


Please  let  me  know  if  you  have  any  questions. 


Thanks! 


Barbara  Lee 
US  EPA,  Region  IX 

Emergency  Response,  Planning,  and  Prevention 
Office  (415)  972-3195 

Fax  (415)  947-3518 
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